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Arthur B. Jennings, Jr. — many moods, 48 faces 
(News clipping of January, 1972 obituary on back of frame) 


Canterbury Cathedral—NE view—Kent, England 

Ely Cathedral—from park—Cambridgeshire, England 

Ely Cathedral in Cambridgeshire, England 

Peterborough Cathedral—NE view—Peterborough, England 


Peterborough Cathedral—interior view from choir—Peterborough, 
England 


York Minster Cathedral in York, England 


Delivered to Westminster on February 20, 2009 


